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A TWO-YEAR POST-HIGH SCHOOL DISTRIBUTIVE EDUCATION PROGRAM IN 
THE WHOLESALING FIELD. REPORT OF THE OHIO WHOLESALE 
MANAGEMENT DEVELOPMENT PROGRAM. MANUAL 2, CURRICULUM FOR A 
PROGRAM. 

BY- LOGAN . WILLIAM B. AND OTHERS 

OHIO STATE DEPT. OF EDUCATION. COLUMBUS J 

NATIONAL ASSN. OF WHOLESALERS. WASHINGTON. D.C. , ^ 
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DESCRIPTORS- *DI STRIBUTI VE EDUCATION, POST SECONDARY 
EDUCATION, ^CURRICULUM GUIDES, EXPERIMENTAL PROGRAMS, 
♦WHOLESALING, TEACHING TECHNIQUES, 

THE PURPOSE OF THIS MANUAL IS TO SERVE AS A CURRICULUM 
GUIDE FOR PLANNING COURSES FOR A 2-YEAR POST-HIGH SCHOOL 
DISTRIBUTIVE EDUCATION PROGRAM IN THE FIELD OF WHOLESALING. 
THE CONTENT WAS DEVELOPED BY A RESEARCH GROUP AND 
INCORPORATED SUGGESTIONS THE INSTRUCTORS IN AN EXPERIMENTAL 
PROGRAM CONDUCTED ON THE CAMPUS OF THE OHIO STATE UNIVERSITY 
FOR 4 YEARS BEGINNING IN 1961. THE OBJECTIVES, TOPICAL 
OUTLINE, METHODS AND TECHNIQUES, AND BIBLIOGRAPHY ARE 
INCLUDED FOR THE FIRST-YEAR COURSES IN (1) INTRODUCTION TO 
BUSINESS, (2) MARKETING, (3) ECONOMICS, (4) BUSINESS 
MATHEMATICS, (5) BUSINESS ENGLISH, AND (6) SALESMANSHIP, AND 
FOR THE SECOND-YEAR COURSES IN (1) WHOLESALING, (2) 
COMMUNICATIONS, 13) ACCOUNTING, (4) MANAGEMENT, (5) BUSINESS 
LAW, AND (6) CASE STUDY. THE EXPERIMENTAL PROGRAM WAS A 
RESULT OF THE COOPERATIVE EFFORTS OF THE VOCATIONAL EDUCATION 
DIVISION OF THE OHIO STATE DEPARTMENT OF EDUCATION, THE 
DISTRIBUTIVE EDUCATION AREA OF THE OHIO DEPARTMENT OF 
EDUCATION AND THE OHIO STATE UNIVERSITY, THE NATIONAL 
ASSOCIATION OF WHOLESALERS, THE WHOLESALE TRADE 
ORGANIZATIONS, AND INDIVIDUAL WHOLESALERS IN OHIO. MANUAL 
ONE, "ORGANIZING AND CONDUCTING A PROGRAM" (VT 004 694) IS A 
COMPANION DOCUMENT . BOTH DOCUMENT ARE AVAILABLE FOR $1.50 
EACH FROM DISTRIBUTIVE EDUCATION MATERIALS LABORATORY, THE 
OHIO STATE UNIVERSITY, 124 WEST 17TH AVENUE, COLUMBUS, OHIO 
43210. (MM) 
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Preparation of the manuscript and printing of the manual were done 
through grants from the General Electric Foundation and the National 
Association of Wholesalers. 

The report was prepared by Dr. William B. Logan, project director 
and director of Distributive Education Institutes, The Ohio State Uni- 
versity; Bernard C. Nye, project writer and state supervisor of distributive 
education, State Department of Education; and Leon Linton, project 
writer and instructor-coordinator of the Ohio Wholesale Management 
Development Program, The Ohio State University. 

For additional information about the operation of the Ohio Wholesale 
Management Development Program, write to any of the people listed here: 

Mr. Bernard C. Nye, State Supervisor 
Distributive Education 
State Department of Education 
Columbus, Ohio 4SJ15 

Dr. William B. Logan, Director 
Distributive Education Institutes 
Ohio State University 
Columbus, Ohio 43210 

Mr. Paul L. Courtney, Executive Vice President 
National Association of Wholesalers 
1725 K Street, N.W. 

Washing f on, D. C. 20006 



For sale by the Distributive Education Materials Laboratory, Ohio State Uni- 
versity, 124 W. 17th Avenue, Columbus, Ohio, 43210. Price $1.50, postpaid. 
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